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am here     I was telling my lady just now, I said, says I, 1 dare say they are all very wet, and very fatigued.'
' They would have returned, Pauncefort/ said Yenetia, * or they would have sent. They are not at Sarzana.'
*La! Miss Yenetia, why should they be at Sarzana r Why should they not have gone much farther on! For, as Vicenzo was just saying to me, and Yicenzo knows all about the coast, with such a wind as this, I should not be surprised if they were at Leghorn.'
4 0 Pauncefort!' said Yenetia, 'I am sick at heart!*
4 ISTow really, Miss Yenetia, do not take on so!' said Pauncefort; ' for do not you remember when his lordship ran away from the abbey, and went a gipsying, nothing would persuade poor Mrs. Cadurcis that he was not robbed and murdered, and yet you see he was as safe and sound all the time, as if he had been at Cherbury.'
4 Does Yicenzo really think they could have reached Leghorn ?' said Yenetia, clinging to every fragment of hope.
4 He is morally sure of it, Miss Yenetia/ said Pauncefort, ' and I feel quite as certain, for Yicenzo is always right.'
41 had confidence about Sarzana/ said Yenetia; 4I really did believe they were at Sarzana. If only Captain Cadurcis would return; if he only would return, and say they were not at Sarzana, I would try to believe they were at Leghorn.'
4 Now, Miss Yenetia/ said Pauncefort, * I am certain sure that they are quite safe; for my lord is a very good sailor; he is, indeed ; all the men say so ; and the boat is as seaworthy a boat as boat can be. There is not the slightest fear, I do assure you, miss.'
* Do the men say that Plantagenet is a good sailor ?' inquired Yenetia.
4 Quite professional!' said Mistress Pauncefort; * and can command a ship as well as the best of them. They all say that.'